3.2.20.   MATCH, given schematics of the four biasing arrangements for
common-emitter amplifiers, the statements describing each in
terms of stability and gain.

3.2.21.   CALCULATE, given a schematic diagram and component values,
for the stability factor of a given common-emitter amplifier.

3.2.22.   SELECT, from a given list, the statement that describes why
ICO has a minimum effect on the common-base amplifier.

3.2.23.   SELECT, from a given list, the effect a continually
increasing junction temperature has on an unstabilized
common-emitter amplifier.

3.2.24.   SELECT, from a given list, the statement that describes why
the common-collector amplifier has inherent temperature
stability.

29f a transistor amplifier.
